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BILL NO. R-89-10-O7 
DECLARATORY RESOLUTION NO. R-66-0F 


A DECLARATORY RESOLUTION designating 
an "Economic Revitalization Area" 
under I.C. 6-1.1-12.1 for property 
commonly known as 3401 MacArthur 
Drive, Fort Wayne, Indiana 46809 
(ChemRex, Inc.). 


WHEREAS, Petitioner has duly filed its petition 


| dated October 3, 1989, to have the following described 


property designated and declared an "Economic 
Revitalization Area" under Division 6, Article II, Chapter 
2 of the Municipal Code of the City of Fort Wayne, 
Indiana, of 1974, as amended, and I.C. 6-1.1-12.1, to wit: 


PT Lot 1 McNair Est. N 5A B/W Indianapolis 
Road and RR SE 1/4 NW 1/4 Sec. 33 


said property more commonly known as 3401 MacArthur Drive, 
Fort Wayne, Indiana 46809. 

WHEREAS, said project will create 5 additional 
permanent jobs for a total additional annual payroll of 
$125,000.00, with the average new annual job salary being 
$25,000.00; and 

WHEREAS, the total estimated project cost is 
$1,353,000.00; and 

WHEREAS, it appears that said petition should be 
processed to final determination in accordance with the 
provisions of said Division 6. 

NOW, THEREFORE, BE IT RESOLVED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That, subject to the requirements of 
Section 6, below, the property hereinabove described is 
hereby designated and declared an "Economic Revitalization 
Area" under I.C. 6-1.1-12.1. Said designation shall begin 


upon the effective date of the Confirming Resolution 


| referred to in Section 6 of this Resolution and shall 


continue for one (1) year thereafter. Said designation 


shall terminate at the end of that one-year period. 
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SECTION 2. That upon adoption of the Resolution: 

(a) Said Resolution shall be filed with the Allen 
County Assessor; 

(b) Said Resolution shall be referred to the 
Committee on Finance and shall also be referred 
to the Department of Economic Development 
Requesting a recommendation from said 
department concerning the advisability of 
designating the above designated area an 
"Economic Revitalization Area"; 

(c) Common Council shall publish notice in 
accordance with I.C. 6-1.1-12.1-2.5 and I.C. 5- 
3-1 of the adoption and substance of this 
Resolution and setting this designation as an 
"Economic Revitalization Area" for public 
hearing; 

(da) If this Resolution involves an area that has 
already been designated an allocation area 
under I.C. 36-7-14-39, then the Resolution 
shall be referred to the Fort Wayne 
Redevelopment Commission and said designation 
as an "Economic Revitalization Area" shall not 
be finally approved unless said Commission 
adopts a resolution approving the petition. 


SECTION 3. That, said designation of the 


| hereinabove described property as an "Economic 


| Revitalization Area" shall apply to both a deduction of 


the assessed value of real estate and personal property 


| for the new manufacturing equipment. 


SECTION 4. That the estimate of the number of 
individuals that will be employed or whose employment will 
be retained and the estimate of the annual salaries of 


those individuals and the estimate of the value of the 


| redevelopment or rehabilitation and the estimate of the 


value of the new manufacturing equipment, all contained in 
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Petitioner's Statement of Benefits, are reasonable and are 


benefits that can be reasonably expected to result from 


the proposed described redevelopment or rehabilitation and 


from the installation of the new manufacturing equipment. 


SECTION 5. The current year approximate tax rates 


for taxing units within the City would be: 


(a) 


(b) 


(c) 


(a) 


(e) 


(£) 


If the proposed development does not occur, the 
approximate current year tax rates for this 
site would be $11.4948/$100. 

If the proposed development does occur and no 
deduction is granted, the approximate current 
year tax rate for the site would be 
$11.4948/$100 (the change would be negligible). 
If the proposed development occurs, and a 
deduction percentage of fifty percent (50%) is 
assumed, the approximate current year tax rate 
for the site would be $11.4948/$100 (the change 
would be negligible). 

If the proposed new manufacturing equipment is 
not installed, the approximate current year tax 
rates for this site would be $11.4948/$100. 

If the proposed new manufacturing equipment is 
installed and no deduction is granted, the 
approximate current year tax rate for the site 
would be $11.4948/$100 (the change would be 
negligible). 

If the proposed new manufacturing equipment is 
installed, and a deduction percentage of eighty 
percent (80%) is assumed, the approximate 
current year tax rate for the site would be 


$11.4948/$100 (the change would be negligible). 


SECTION 6. That this Resolution shall be subject to 


being confirmed, modified and confirmed or rescinded after 


public hearing and receipt by Common Council of the above 


| described recommendations and resolution, if applicable. 


oC © 1 Do fF WO YS F 


=. =e e e 
A U N me OO 





e O S r se E, 
NorF CO A A 


bo 
eo 





own no no NY NY NY WD 
FP oO ON DOH ff 


wo 
bo 


PAGE 4 
SECTION 7. Pursuant tor I0. 6—1.3=12.1; ft is 
| hereby determined that the deduction from the assessed 
| value of the real property shall be for a period of 6 
| years, and that the deduction from the assessed value of 
| the new manufacturing equipment shall be for a period of 
5 years. 

SECTION 8. The benefits described in the 
Petitioner's statement of benefits can be reasonably 
expected to result from the project and are sufficient to 
| justify the applicable deductions. 

SECTION 9. That this Resolution shall be in full 
force and effect from and after its passage and any and 


| all necessary approval by the Mayor. 


i AO T YA 
A a LE 27 
Councilmember 


APPROVED AS TO FORM 
AND LEGALITY 


Vek Y Kad 


J, Timothy \Mécaulay, ity Attorney 


Read the first time in full and on motion by 


seconded by , and duly adopted, read the second time ay | 
title and referred to the Committee on (and the | 


City Plan Commission for recommendation) and Public Hearing to be aeld after 
due legal notice, at the Council Conference Room 128, City-County Building, 





Fort Wayne, Indiana, on , the , day 
of Pian Ge) eee. o'clock BM gE «iS. Ti 
DATED: 
e SANDRA E. KENNEDY , CITY CLERK 
oan MY : i | 
Read the thigdtine in full and on motion by ZERO pe, | 
seconded by , and duly adopted, place on its 
Passage. PASSED : b he following vote: ` 
AYES NAYS ABSTAINED ABSENT | 
TOTAL VOTES A / | 
BRADBURY THA 
BURNS PE 
EDMONDS... Gee 
GiaQUINTA R 
HENRY ME 
LONG 
REDD ai 
SCHMIDT Bie 
Pcs 
TALARICO 


SANDRA E. KENNEDY, CITY CLE 





Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as (ANNEXATLON)———— —(APPROPRIATION) _ ___ GENERAL) 


(SPECIAL) ____(ZONING-MAP) ORDINANCE RESOLUTION NO. CELA 
on the [2 af day of Oph K ALI eee 


ATTEST SEAL 


a ND 


PRESIDING OFFICER 










SANDRA E. KENNEDY, CITY CLE 


Presented by me to: the Mayor of the City of Fort Wayne, Indiana, on 
he AA PEA day of COC ebb paid oy 
at the hour of ERRAZ o'clock NE «Miss Ey Su Te 





SANDRA E. KENNEDY, CITY CLE 


Approved and signed by me this [Sane day of Orbe ’ 


19 VI , at the hour of 10-0 o'cloc A sM: pE. S oie 


NRU 


= 
PAUL HELMKE, MAYOR 
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FOR USE OF DESIGNATING BODY 
IMPACT ON THE CURRENT. YEAR TAX RATE FOR THE TAXING DISTRICT INDICATED ABOVE 










Tax Rates Determined Using The Following Assumptions Total Tax Rates 







Current total tax rate. 


Approximate tax rate if project occurs and no deduction is granted. 







Approximate tax rate if project occurs and a deduction is assumed. 






Assume an 80% deduction on new machinery installed and / or a 50% deduction assumed on real estate improvements. 





We have reviewed our prior actions relating to the designation of this economic revitalization area and find that the applicant meets the 
general standards adopted in the resolution previously approved by this body. Said resolution, passed under IC 6-1.1-12.1-2.5, provides for 
the following limitations as authorized under IC 6-1.1-12.1-2: 


A) The designated area has been limited to a period of time not to exceed 
calander years. "(See Below) 
B) The type of deduction that Is allowed In the designated area is limited to: ore 
1) Redevelopment or rehabilitation of real estate Improvements. Yes C No 


2) Installation of new manufacturing equipment “Yes C No 
3) No limitations on type of deduction (check if no limitations) C No 

C) The amount of deduction applicable for new manufacturing equipment installed and first claimed eligible for 
deduction after July 1, 1987, is limited to $____§_____cost with an $ assessed value. 







on aine in the statement of benefits including the impact on the tax rate incorporated herein. 
e reasonably expected to result from the project and are sufficient to justify 








Also we have s pyiewed the informat 
and paver fine anglen, thepen 


the 7 al 


Approved: Signature of Authorized Meg Title 
A 
Attested By: nr fate Rely | Designated Body 










Date of Signature 


a fl- 


YG 














* If a commission council town board or county council limits the time period during which an area is an economic 
revitillzation area, it does not limit the length of time a taxpayer is entitled to receive a deduction to a number of years 
designated under I.C. 6-1.1-12.1-4 or 4.5 Namely: 






NEW poset : 


Year of Three (3) Year 
` 100% 











Ten (10) Year 
Percentage 





Year of Deduction 


Six (6) Year 
neces 









1st 100% 100% i 
2nd 95% 66% 95% i 
3rd 80% 33% 80% | 
4th 65% 85% ! 
Sth 50% 50% 


6th and thereafter 








& 
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SUMMARY SHEET & ECONOMIC DEVELOPMENT RECOMMENDATION 
FOR 


"ECONOMIC REVITALIZATION AREA" 
IN 
CITY OF FORT WAYNE, INDIANA 


Navie S66 nppl keane. i. CnenRex Tis aay a E a 


Site Location: 3401 MacArthur Drive 
Fort Wayne, Indiana 46809 
Counclimanic District: 5th Existing Zoning: M-2 


Nature of Business: Manufacture of cement/sand based powdered products 


and mortars for ceramic tile. 








Project is located in the following: 











Designated Downtown Area X 
Urban Enterprise Zone x 
Redevelopment Area X 
Platted Industrial Park x 
Flood Plain ; x 


Deseription of Project: 
Project consists of the construction of a 57' x 43' buildin 
manufacturing equipment. 














Type of Tax Abatement: Real Property _X Manufacturing Equipment X 
1:353 ,000.00 Permanent Jobs Created: 5 


Estimated Project Cost: $ 


STAFF RECOMMENDATION: 
As stated per the established policy Ae the Diviston of Economie Develop- 


ment, the following recommendations are hereby made: 





1.) Designation as an "Economic Revitalization Area" should be 


PRaMead re eK eS No 
2.) Designation n should be limited to a term of 
3.) The period of deduction should be limited to 


_ year(s). 
* year(s). 





Comments: 


* 6 years real property. 
5 years new manufacturing equipment. 


Stabe ice: lag Director 
5 Date 


Date DEAA 














ee thoes. se RECEIVED 


THE CITY OF FORT WAYHE, INDIANA | OCT 03 199 
FOR DESLGHATION OF PROPERTY AS An | 3 








"ECONONLC REVITALIZATLON AREA" ECON ss 
AND STATEMENT or BENEFITS DEVELO; i 
PMENT 
APPLICATION FOR TUE FOLLOWING TYPE oF PROPERTY: 
X uA Real Estale luprovements 
; Personal Property (New Manufacturing Equipment) 
Both Real Estate Improvements & Personal Property 


A. GENERAL IUFORMATLON 
ee CUR OWA CLON 
Applicaut's Name: ChemRex Inc. 


Addvess of Applicant's Principal Place of Business: 


7711 Computer Avenue South 
55435 


3 
` Minneapolis, Mn. 
e ee a 
ee SAE A E E 
835-3434 
ee A 


Phone Number of Applicant: ( 613 


Streel Address of Properly Seeking Deslgnatian: 
7 ar ee ee 
46809 


Ft. Wayne, IN. 


Se bits Code of Substantial User of Properly: 3273 
3 n ee 
B; PROJECT SUMMARY INFORUATION: YRS NO 

ORATION A Sx 
ls the project site solely within the city limits 

of the City of Fort Wayne x 
Is the project site Within the flood plain? x 
Is the project site within the vivergreeuway area? X 
Is the project site within a Redevelopment Area? X 
Is the project site within a platted industrial 

park? X 
ls the project sile within the designated downtown 

area? X 
ls the project site within (he Urban Enterprise z 


Zone? 


3ldg A: 
3ldg B: 


WELT the project have ready access to City Water? X 


Will the project have ready access Lo City Sewer? X 
ls any adverse environmental impact anticipated by 
reason of operation of the Proposed project? x 
CON LNG INU ORMAT LON 
M2 


project site? 


What is the existing zoning classifieation on the 
M2 





What soning classification does the Project require? 


s Lo be conducted at the £9. e 3 alike? 


What is the nature of pesndysiness 
ee ee E ased powdered products such a 
mortars for ceramic tile. These wi € mixed and bagged using 


Abatement: 
secl ion of the application on ty rir requesting a deductlon 


from assessed value for real estale improvements. 


What slruclure(s) (if an ) are current pian P| Gee Bley 2 ; " 
63,500 sq.ft. building for manufacture Yn wh Snaneee ok %-Brick products 
—_—— 


9,500 sq.ft. for storage equipment. 
REET ein e a e 
EIda Bo larn m= 


Real Estate 









What is the condition of struclure(s) listed above? Bldg A: good 
Current assessed value of Neal Estale: j 
Land $31,600 
Improvements $207,800 
$239,400 


Total 
ÃO 


What was amount Qof Total Properly Taxes oneg during the immediate past 
year? (see below for year 1988 . 


Give a brief description of the Proposed improvements to ve made to 


E ou f i ear 
Sonsteuce Uda ores facility to process 22,900,000 pounds per y 


all enclosed, heighth of about 73'. 
$7494.42 


$21839.80 
+_ 1051.82 


22891.62 


*Real Estate for 1988 *Property Tax for 1989 


$ 668,000 
ee St ee 


Developrevat Time Frame: 5-6 months 


Cost of improvements: 


When will physical aspects of Improvements begin? November 15, 1989 
Paste Rea E E 
When is completion expected? March 15, 1990 
a O Pee 


PERSONAL PROPERTY ABATE EUT: 
Complete Inis Lhe application 


section ol 
from assessed value 











only AF requesting a deduetlon 
equipment, 









for installation of new manufactur ing 


183,830 





Current Assessed Value of Personal Property: 








What was amount of Personal Properly Taxes owed during the immediate 

past Sess eae ee on 48 a for year 19 88 . 

Give a ee des erTption of new manufacturing equipment to be installed 
ragde“sifdéf dust collectors, screw conveyors, electronic weigh 


al Vie 
10 
a mixer, automatic bag filler, palletizing equipment, va 
Sa e ee oe ee eee eS ee 


equipment, computer process controller. 














Cost of ieu Hanufacturing Equipment? $ 685,000 
EAA E R SE E S 


Development Time Frame: 5-6-months 
2-1-1999 


installation begin of new manufacluring equipment? 


3-15-1990 


When will 


slallatilon expecled to be completed? 





When is in 


PUBLIC GLEE rit INFORMATION: 





How many permanent jobs currently re. employed tl Lhe app t An 

Allen County? 24 spme will be eliitated fe CWIS Seojebe es Aye Meant i 
Ft. Wayne 

project? 


How many permanent jobs will be created as a resull of this 








Antictpated time f 
2-3 mont 


{iy aime for reaching employment level stated above? 





$506,000 


New additional annual payroll: $125,000 





Current annual payroll: 


Shab ds the ature of the sien 
Process operator (technically 


handlers. 
pee NE ar vere a E S 


Undesivability of Normal Development: 


PLD ba free ‘gi@rators , Material 


What evidence can be provided that Lhe property on which the project 
13 hoeawt ot “hag become undesirable for, ov tmponstbvie of, normal 
development and occupancy, because wr Auck ol age, development, cessa- 
tion of Keowth, delerloration of luprovements or character of occu- 
obsolescence, substandard butldings or otber factors which have 


panes, 
prevent a normal development of Properly ov use of 


Jinpateed values or 
‘whe 2-Brick business was purchased by ChemRex in Nov 1988 out of a bank- 
rapte cora on Chine fad Uavected Heavily id the marker aeveioomene 
ae Pees er oye es ee ee 

running EPOE ORATI DERRE E e a Sor this 
process installation. Without this addition Jobs will be siinmtacet— 


Wayne 


In what Towoship is project sile located? 
a, A ce 
Wayne 91 


In what axing Distriet is project site located? 
S EE O 


G. Cou ract rt HOU: 





further tuformatlon ir requlred: 


Name & address of contact person for 
Lawrence Benjamin : 
let = on > a re et ot 
ChemRex IM. 
Hi. Vion Boe a a 
7711.Computer Ave, Minneapolis, MN. 55435 
835-3434 


Phone number of contact person (612) 
ee eee 


I hereby certlity that the information and representation on this applleallon 
and attached exhibits are true and complete. Further, it is hereby certi- 
fled that no building permit has been issued for construction of improve- 
ments, nor tias any manufacturing equipment been purchased, either of which 
is Included andor deserlbed herein, as of the date of Clling of this 


yppld cation. 
S E ) 








‘ete 
Š EG 












State Form 27167 (7-87) 
Form SB-1 Is prescribed by the State Board of Tax Commissioners (1987) 
Confidential Statement: The records In this series are CONFIDENTIAL. according to Indiana Code 6-1.1-35-9. 


INSTRUCTIONS: (I.C. 6-1.1-12.1) THIS PAGE TO BE COMPLETED BY APPLICANT R EC Ẹ AY E D 


1. This statement must be submitted to the body designating the economic revitilization area BEFORE a person acquires new 
manufacturing equipment or begins the redevelopment or rehabilitation of real property for which the person wishes to claim a 


deduction. Effective July 1, 1987. i OCT 03 1 989 


2. Ifa person is requesting the designation of an economic revitalization area, this form must be submitted at thè same time the re- 


quest is submitted. 
3. Approval of the designating body (City Council, Town Board, County Council, etc.) must be obtained before a ceaueten BAN MIC T 


approved. 

4. To obtain a deduction Form 322 ERA, Real Estate Improvements and / or Form 322 ERA / PP, New Machinery, must be filed with 
the county auditor. With respect to real property, Form 322 ERA must be filed by the later of (1) May 10 or (2) thirty(30) days after a 
notice of increase in real property assessment is received from the township assessor. Form 322 ERA / PP must be filed bet 
March 1 and May 15 of the assessment year in which new manufacturing equipment is installed, unless a filing extention has 
been obtained. A person who obtains a filing extention must tile the form between March 1 and June 14 of that year. 
















e of Desionating BOTE ne City Council 





Name of Taxpayer : 
ChemRex Inc. | 


Address of Taxpayer (Street, city, county) a ie 
7711 Computer Ave., Minneapolis; Mn. 









: SECTION | LOCATION, COST AND DESCRIPTION OF PROPOSED PROJECT - ro 
Location of property if different from above y Taxing District 
3401 Mac Arthur Drive Wayne 91 


Cost and description of real property im: 


Bldg $668,000 the building will be 













with 10 storage silos enclosed | 
heigħt 73' building will be steel support structure with insulate 


metal panels. 
Equipment $685,000 Process equipment for cement/sand materials: 10 silos, dust 


rovements and/or new Ponwiacturing favipment ‘3 be acquired: 


x 43 








collectors, screw conveyors, electronic weigh hoppers, auto 















SECTION Il ESTIMATE OF EMPLOYEES AND SALARIES AS RESULT OF PROPOSED PROJECT. 


Salaries Number Retained Salaries 
$506,000 [Ba [5080n 






Salaries 





Current Number 


24 








Current Values 

Pius estimated values of proposed project 

Less: Values of any property being replaced 

Net estimated values upon completion of project 






SECTION IV OTHER INFORMATION. REQUIRED BY THE DESIGNATING BODY. .- 















Si 








1 hereby certify that the reoresentations on this statement are true. 








a 
Telephone Number 


612-835-3434 


Oate of Signature 


10-12-39 






Vice President of Manufacturing 





Admn. Appr. 
DIGEST SHEET 
TITLE OF ORDINANCE __Declaratory & Confirming Resolution O LIZA E ra 
DEPARTMENT REQUESTING ORDINANCE _ Economic Development 
SYNOPSIS OF ORDINANCE, Project consists of the construction of a 57! x 43' 


building and the acquisition of new manufacturing equipment. 





Ge eee ee ee een A A eee ea ee 
I a a Sac a 


EFFECT OF PASSAGE __ The creation of 5 new jobs. 


ee ENE RE Bree SE | E eS o e e E a 


EFFECT OF NON-PASSAGE__OPPOSite of above. 


ee ene eee eee ee eee ae ee e r E 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS ) 


See Ee Geel Oe ee E E a 


ASSIGNED TO COMMITTEE ( PRESIDENT) Mark GiaQuinta 


BILL NO. R=89=10=09 





REPORT OF THE COMMITTEE ON FINANCE 





MARK E. GiaQUINTA, CHAIRMAN 
THOMAS C. HENRY, VICE CHAIRMAN 
BRADBURY, SCHMIDT, BURNS 











WE, YOUR COMMITTEE ON FINANCE TO WHOM WAS 


REFERRED AN (QRDINANLE) (RESOLUTION) designating an "Economic 
Revitalization Area" under I.C. 6-1.1-12.1 for property commonly _ 


known as 3401 MacArthur Drive, Fort Wayne, Indiana 46809 
(ChemRex, Inc.) 





























HAVE HAD SAID (ORBXNANSE) (RESOLUTION) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
XGRBENANEE) (RESOLUTION) 


DO PASS > DO NOT PASS ABSTAIN NO REC 
AD 
































DATED: JA —//- ¥7- 


Sandra E. Kennedy 
City Clerk 


